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SUBJECT: PUBLIC RELEASE OP PMS/MAP DETAILS ON ARAB COUNTRIES, 
IRAN AND ISRAEL 

REF: STATE 108266 

1. GIVEN THE LOCAL POLITICAL SCENE, THERE IS NO ONE AVAILABLE 
WITH WHOM WE COULD DISCUSS REPTEL WITHOUT OPENING A CAN 
OP WORMS. WE BELIEVE, HOWEVER, GOL WOULD BE CONCERNED 
IP THE DETAILS OP OUR CURRENT PMS CREDIT AND MAP PROGRAMS 
WERE MADE PUBLIC. THE DEPARTMENT WILL RECALL THAT WHEN 
THE U.S. PRESS ANNOUNCED THAT THE USG WAS SELLING TOWS 
TO LEBANON, THE GOL DENIED IT. GOL WOULD ALSO BE 
CONCERNED BY THE SIZE OF THE CREDIT COMPARED WITH 
THAT OP ISRAEL, JORDAN, ETC., WHICH WOULD LEAD TO 
ATTACKS IN PARLIAMENT AND IN THE PRESS BY LEFTISTS AND 
NEUTRALISTS AND THE PACT THAT THE RELEASE OF SUCH 
INFOMRATION COULD INCREASE THE PRESSURE ON THE GOVERNMENT 
BY PARLIAMENT AND OTHERS TO PURCHASE SOVIET ARMS AS 
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WELL. IT COULD ALSO LEAD TO PRESSURE FOR GREATER US 
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AID. 

2. AS FAR AS THE EQUIPMENT INVOLVED IS CONCERNED, THE 

ANTI INTRUSION DEVICES PURCHASED UNDER FMS ARE CLASSIFIED AND 
WE BELIEVE THE GOL WOULD BE PARTICULARLY DISTURBED IE THIS 
SALE BECAME PUBLIC KNOWLEDGE. 

3. THEREFORE, IN THE 

INTEREST OE OUR RELATIONS WITH THE LEBANESE GOVERNMENT, 

IT WOULD BE EAR PREFERABLE IE THE EMS/MAP PROGRAMS, SMALL 
AS THEY ARE, WERE NOT MADE PUBLIC. 

GODLEY 
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